5/16-24 UNF 
-17 


5/16-24 THUMB 


SCREW 



MED KNURL 




.38 


.38 


2.75 


3.00 


R.03 TYP 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


-07 


.380 S.F.-5 


ADAPTER 


I.D.V. ALUMINUM COAT 


A 


A 


SECTION A-A 



+.01 
-.00 


R.13 (x2) 


R.50 


SPHERICAL 


1.25 


2.90 


.38 



R.03 


1.03 



3/8-24 UNF 


DEPTH .438 MIN. 


3/8-24 UNF 


BOTH ENDS 


1.25 


.38 
.438 


-13 


KNURLED 


KNOB 


-15 
3/8-24 THUMB 


SCREW ASSEMBLY 


-11 


LOCKTITE 680 


THREADS 


.38 


THREAD FLUSH 


WITH EDGE 


SET SCREW 


.81 


REF. 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


2.175 
2.81 


5/16-24 UNF THRU 



DEPTH .25 


(x2) 


.50 


2.50 


3/8-24 UNF THRU 



DEPTH .25 


.900 


(x2) 


.38 


-03 


-05 


.313 (x2) 


1.250 


1.214 


.188 


.687 


1.375 


.188 


ENG. MNT. 


PLATE 


VERTICAL 


SUPPORT 


R.125 (x6) 


.375 


S.F. -1B 


.35 



(x2) 


6.00 



4.39 REF. 
.37 



1.00 


R.50 


(x3) 


1.28 


REF. 


1.64 


FAR SIDE ENGRAVE TOOL No., 


SERIAL No., AND "MADE IN USA", 


TO FIT. 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


SKIM AFTER 


WELDING 


-01 


WELDMENT 


I.V.D. ALUMINUM COAT 


1.10 


.48 


-03 


-05 



TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 



FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


RBT18646 


-01 


-07 


-09 
RBT18646 


ENGINE SUPPORT STRUT 


-17 


-11 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


7A 




DESCRIPTION 
PART # 
Pg. 
SPECIFICATIONS OR 
MATERIAL 


B/O INFORMATION 


QTY 


ASSY 


FINISH 


SPEC 


TREAT 


HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


QTY 


ASSY 


-11 


ASSY 


- 


ASSY 


QTY 


ASSY 


-1 


ASSY 


TOLERANCES ON: 


1. BREAK ALL SHARP EDGES 


UNLESS OTHERWISE SPECIFIED 


DECIMALS 


.XXX 


.X 


.XX 


.005 


.1 


.01 



UNLESS OTHERWISE SPECIFIED 


DIMENSIONS ARE IN INCHES 


3 




DESCRIPTION 
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Pg. 
SPECIFICATIONS OR 
MAT. 
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ASSY 


FINISH 


SPEC 
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HEAT 


APPROVED 


DRAWN BY: 


USED ON MODEL 


QTY 


ASSY 


# 


ASSY 


NOT APPROVED FOR PRODUCTION 


? 


PERRITT 


USED ON MODEL 


PART # 
QTY 


-1 
1 


DESCRIPTION 


DRAWN BY: 


CHECKED 


DIMENSIONS ARE IN INCHES 


HEAT 


TREAT 


SPEC 


FINISH 


UNLESS OTHERWISE SPECIFIED 



.1 


.XX 


.X 


.XXX 


DECIMALS 


UNLESS OTHERWISE SPECIFIED 


1. BREAK ALL SHARP EDGES 


TOLERANCES ON: 




NOT APPROVED FOR PRODUCTION 


.01 


.005 


RBT18646 


-01 


-07 


-09 
RBT18646 


ENGINE SUPPORT STRUT 


-17 


-11 


DESCRIPTION 
PART # QTY 
RED BARN MACHINE 


190 S. DANEBO AVE. 


Eugene, Oregon 97402 


(541) 344-9953; fax (541) 344-3863 


e-mail; sales@redbarn.net 


400 lb. 


WEIGHT 


RBT18646 


APPROPRIATE SHACKLE 


FOR WEIGHT 


RBT18646-F01 


RBT18646-F02 


APPROPRIATE SHACKLES 


AND CHAINS FOR WEIGHT 


RBT18646 


INSPECTION & TESTING PROCEDURES FOR THE RBT18646 


ENGINE SUPPORT STRUT ASSEMBLY. THIS ASSEMBLY IS 


DESIGNED TO SUPPORT THE THE FIRE SCOUT ENGINE 


ASSEMBLY, SUPPORTED BY A JACKING UNIT, DURING 


MAINTENANCE PROCEDURES. THIS ASSEMBLY SHOULD 


BE INSPECTED BEFORE EACH USE. 


REPLACE ANY ITEMS THAT ARE DAMAGED OR SUSPECTED 


OF DAMAGE BEFORE USING! 


91 DAY INSPECTION: 


1. CLEAN ENTIRE UNIT AND REMOVE CORROSION. 


2. CHECK THE PIN AREA FOR STRESS CRACKS, BENDING, 


OR DISTORTIONS. 


3. CHECK THE WELDS FOR ANY CRACKS OR DISTORTIONS. 


4. CHECK ALL BOLTS FOR DAMAGED THREADS, STRESS 


CRACKS, STRETCHING OR DISTORTIONS. 


5. CHECK THE REST OF THE ASSEMBLY FOR ANY DAMAGE 


CRACKS OR DISTORTIONS. 


6. REPAINT IF NECESSARY. 


IF ANY OF THE ABOVE CONDITIONS EXIST, OR ARE 


SUSPECTED OF EXISTING. DO NOT USE THE TOOL UNTIL 


IT HAS BEEN REPAIRED AND TESTED OR REPLACE. 


3 YEAR WEIGHT TESTING: 


1. AFTER INSPECTION, SECURELY FASTEN THE RBT18646 


ENGINE SUPPORT STRUT ASSEMBLY TO THE 


RBT18646-F01 TESTING PLATE. 


2. USING THE APPROPRIATE SHACKLE (2 TON MINIMUM 


PREFERRED), ATTACH THE TESTING PLATE TO THE A 


400 lb. TESTING WEIGHT. 


3. WITH THE SUPPORT STRUT UPSIDE DOWN, PLACE IT 


IN THE SLOT OF RBT1846-F02 SO THAT THE WEIGHT IS 


EVENLY DISTRIBUTED; ALSO ATTACH SHACKLES AND 


CHAIN TO A PROPER LIFTING DEVICE FOR THE GIVEN 


WEIGHT (2000 lb. MINIMUM PREFERED). 


3. CAREFULLY LIFT THE ATTACHED ASSEMBLIES UNTIL 


THE TESTING WEIGHT IS APPROXIMATELY 1 FOOT OFF 


THE GROUND. 


4. LEAVE THE WEIGHT SUSPENDED FOR 5 MINUTES. 


WHILE THE WEIGHT IS SUSPENDED CAREFULLY OBSERVE 


THE RBT18646 ENGINE SUPPORT STRUT FOR ANY 


DEFLECTION AND DISTORTIONS. 


5. AFTER 5 MINUTES, LOWER AND DISCONNECT THE 


TESTING WEIGHT, AND SHACKLE. REMOVE THE SUPPORT 


STRUT FROM BETWEEN THE FORKS. 


6. RE-INSPECT THE ENTIRE RBT18646 ENGINE SUPPORT 


STRUT ASSEMBLY. 


RED BARN MACHINE 


190 S. DANEBO AVE., Eugene, Oregon 97402 


(541) 344-9953; fax (541) 344-3863 


e-mail; sales@redbarn.net 


This drawing, specifications, and concepts contained herein are the sole property of 


Red Barn Machine, and may not be reproduced or used in any fashion without the 


prior written permission of Red Barn Machine. 
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DESCRIPTION 
PART # QTY 
RED BARN MACHINE 


190 S. DANEBO AVE. 


Eugene, Oregon 97402 


(541) 344-9953; fax (541) 344-3863 


e-mail; sales@redbarn.net 


